


: RECORDING STUDIOS 
UNIVERSITY OF TORONTO FACULTY OF MUSIC 
presents the 
1978 INTERNATIONAL CLARINET CLINIC 


INTERNATIONAL CLARINET COMPETITION 
Menday, August 7, 8:00 


The fellewing work was te be prepared by these reaching the final 
reund; M. Bergsen, "Scene and Air" frem LUISA DE MONTFORT, Op,82. 


1, DAVID THOMAS - - - Bethesda, Maryland lst 
2, ANDRE MOISAN- <> - Montreal) Canada 4th 
3. JAMES THOMAS - < Sa Dallas, Texas 3rd 
4, Tem Apple - - -  Bewling Green, Ohio 6th 
(SIDE TWO) 5. IVAN FELONI- - - = Terente, Ontarie 2nd 
6, FRED JACOBAWITZ = - Breeklyn, New York 5th 
TDK Audua 
(% track steree @ 7% i.p.s.) 
clstentaeees ‘GREENVILLE, MICH. 


PH:(616) 754- 5984 
ZIP: 48838 


